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Belyayev* who is in charge of financial matters and material procurement 
at the Rectifier Bureau, Berlin-0 berschttneweide , Uilhelminenhofstrasse 33- 
"* 85, will leave for Russia on 20 July 1949 and he su cceed ed by^DorgopoLov, 

" 4 former chief of Bureau Bo. 22 in Leipzig. rSs. N mklov7r (formerly of the 
Rectifier Bureau! left for Russlaafc the beginning of 

The German chief of personnel at the Rectifier Bureau, Herr Harting, gave 
up his post under pressure of the 3ED Plant Group and went hack to his former 
job as a policeman. Although Harting was a member of the SED, he was so 
inept that even his own party decided to remove him. His position was filled 
by Herr Puls, a 25-year-old member of the SED and a former mechanic at the 
Rectifier Bureau. The chief of the SED Plant Group at the Rectifier Bureau 
is Herr Kiessling. 

The SMA is exerting strong pressure through the DWK on Herr Dobke, German 
chief of the Rectifier Bureau, to take up negotiations with a Polish Com- 
mission regarding the construction of a rectifier plant in Poland, where 
the latest techniques are to be employed. Dobke 1 s point of view is that if 
he consents to hire himself out to the Poles he will become very unpop ula r with 
West German firms, which are very interested in the Elbe-Berlin project. So 
far Dobke has used delaying tactics because he does not want to commit himself. 

His material position, on the other hand, has worsened since he lives in the 
British sector hut earns only East marks, which he has to exchange at a ratio 
of 5 to 1 or 6 to 1. 

Dr. Eckardt will move into the Oberspreewerke, (OS', 7) Berlin-Oberschftnewelde, 
Ostendetrasse 1-5 as soon as buildings are completed to accommodate him.** 

The electronic microscope has been disassembled and tee oast iron parts were 
sent to a firm in Berlin which is to make molds of them for further castings 
of the parts. Dr. Eckardt will be engaged at 0SK in the construction of electronic 
microscopes. He already has an unofficial order for an electronic microscope 
from Dr. Richard Miller, chief of the silicone dept, of the Heyden chemical 
factory in Dresden-Radebeul, who needs it for research on silicones. Dr. Eckardt 
will probably be financed by the DTK and already has taken up connections with 
that office. 

Dr. Rckardt had been working mainly on the development of an electrolyte-meter 
for H/Effl Berlin-Gberschdneweide, iVilhelminenhof strasse 66-67. At the* beginning 
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Uav y veered the development of an electrolyte-mater 
(Slektrolyt-zahler) to control the charge of a storage hattery. At the end 
I,ja f°h *948 the order was more precisely f ormalated and KFS31 was told to 
tese the development on the principle of the hydrogen meter and especially 
the Battery meter Form E4 constructed by Sleraens-Scfauckert for that purpose. 

No pacific dataware given concorning the capacity of the meter to bo developed 
m; the batteries it was to control. However, the Russian management of the 
EFM agreed to the suggestion to fix the capacity at 12,000 ampere hours with 
a^disenarge period of from 2 to 3 hours. The nominal tension (Hennspanmmg) 
of the meter, including the tension drop ( Spannungsabf all ) of the required 
series resistance (Vorniderstand), ms not to exceed 150 mV* 

>, Patent Bureau Ho. 17, Berlin-Friedrichsfelde, Schlosstraase 32a has pent 

out forms to technicians of the Rectifier Bureau requesting their cooperation 
in Patent natters such as the evaluation of the various patents submitted to 
lto Actually, tho patent bureau handed these forms td' Belyayev over a year 
ago for distribution# but ho kept them in his desk and forgot about them, 

. The order for the construction of a rectifier installation for arc light 

furnaces for the Chemiewerk at Leuna has finally been conoludod. At the same 
time, another order for a 7/6 rectifier for the IValzwerk at KirchmBser near 
Brandenburg has also come in and the Rectifier Bureau will be busy until the 
end of this year, r I the Louna order originated with tho Mini stry 

^* Che ?^‘ S ? : Ti. of r.^ iie j whicl1 oon tected the Ministry for the Electro-Industry 
under which the Rectifier Bureau is working. The Ministry for the Electro- ^ 

pas fff °“ 40 the ^ctifier Bureau. Personnel at the 

Rectifier Bureau think that the Bureau will eventually be turned over to on 
SAG and subsequently will become people- owned, a phase of development thro ugh 
which most forsar technical bureaus have passed. The future site of the Rectifier 

sSHSSSSL^. tol0l ° erk<> ’ ° bO ”‘" 0> _ 

‘ i?°ij! i? 4 ^ r fL^ lon ^ n6 m to *£• NT °/ fSP is bureau Ho. 19 located on the premises 
of the ABO Fabriken fttr Transformatoran tmd Hochapannungsschalter , Berlin- 
Obersohttneweide, IVilheloinenhofstrasse 83-85. This bureau, which is rather 

< «l»ctrioal NUlw « tt» .cstruotlon 

v Belyayev is. probably identical with Capt. Belayev mentioned in 

BuJeKt^t ^ Ct0be? 1948 a3 assistant td* Klimov, Chief of the Rectifier 

? T,J, C ?o?o n ^ 2 t * £ ^ car<3J?a transfer to OSiV is confirmed ih a report dated 

? TJh ^° h nentions that he has received an order for tho construction of 

5 ©lefctroftio microscope s* v 
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